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AT&T Co Standard 


XRT 205 AND XRT 206 TABLES 
WIRING DIAGRAM 


1, GENERAL 


1.01 This section gives the wiring diagram of the XRT 205 
and XRT 206 tables as received from the factory. 
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WIRING OF XRT 205 8 206 TABLES 
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